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Drobo Firmware: 
Version 2.1.8 [7.38.78171] 
KEY 
HIGHLIGHTS 


This is an update release of Drobo Firmware. This version of Drobo Firmware is compatible with Drobo 
model B800fs and DroboPro FS. 
• 
Improved remote backup support DroboDR (previously known as DroboSync) 


• 
Fixed issue with devices showing up with a “?” icon on Mac 10.11.x 
BEST PRACTICES 


In accordance with industry best practices, you should always backup your data before any firmware 
upgrade. For more information, please visit www.drobo.com/support. 


RELATED TECHNICAL DOCUMENTATION 


Current Drobo technical reference materials are available on the Drobo Support Website 
(http://www.drobo.com/support).This includes: 


• 
Knowledge Base 
• 
Best Practices 
• 
Product Documentation 
• 
Drobo Help for Mac 
• 
Drobo Help for PC 
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